To: Keith Strout (keith.strout@CBIFederalServices.com)[keith. strout@CBIFederalServices.com] 

Cc: Hedin, Clyde[Clyde. Hedin@CBIFederalServices.com] 

From: Myer, Shari 

Sent: Mon 8/1 7/2015 1 :32:22 PM 

Subject: Region 8 PES 

Hi Keith, 

This is a heads up. 

Last week I mentioned that we were working with Region 8 to push some Gold King Mine 
samples the CLP. The samples are for ICP-AES, MS and Hg. We have suggested to Region 8 
that they consider using PES. 


At this point, we haven’t heard to when they will be shipping samples through CLP or if they 
will use PES. 

But, should they decide to use them, ASB will try and make it easy for them- perhaps with 
shipping them directly to the laboratory. 


We made the offer, and now we will wait. 

Just wanted to give you a heads up that we may need your assistance with this. 
Thanks, 

Shari 


Shari L. Myer 

Lead Chemist/Analytical Services Team Lead 
Quality Assurance Technical Support (QATS) Project Officer 
Contract Laboratory Program 
http://www.epa. gov/superfund/programs/clp/ 
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